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PARTICIPATING  HEALTH  FACILITIES  UNDER  MEDICARE:     NUMBER  AND 
TYPE  OF  FACILITIES  BY  LEVEL  OF  CERTIFICATION  AND  STATE, 

MARCH  15,  1970 


This  report  presents  data  on  the  level  of  certification  of 
providers  certified  to  participate  in  the  Medicare  program 
as  of  March  15,  1970.     Figures  are  shown  for  hospitals, 
extended-care  facilities,  home  health  agencies,  and 
independent  laboratories  separately.     Data  are  reported  for 
each  administrative  region  and  State. 

The  report  is  intended  to  provide  information,  for 
administrative  use,  on  the  results  of  certification 
activities  of  State  agencies  and  regional  offices.  The 
report  is  issued  quarterly. 

The  data  are  derived  from  applications  to  participate  in 
the  Medicare  program  submitted  by  providers  of  service  and 
certification  forms  completed  by  State  agencies  and 
regional  offices.     The  figures  reported  reflect  information 
from  these  forms  recorded  in  the  master  records  in 
Baltimore  as  of  the  middle  of  March  1970.     The  terms  used 
in  the  report  are  defined  in  an  appendix  after  the  tables. 
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l«     The  table  below  shows  the  number  and  percent  of  providers  participating  in  the 
Medicare  program  in  March  1970  by  level  of  certification.     Figures  are  shown 
separately  for  each  type  of  provider.     The  number  of  beds  located  in  facilities 


with  various  levels  of  certification  are  also 

shown,  where 

applicable. 

Tvn  P    of"    ffl  pi  1  ifv    an  n* 

Facilities 

Beds 

level  of  certification 

Number 

Percent 

Number 

Percent 

ALL  HOSPITALS  1/  

6,761 

100.0 

1        1 O 1  TOO 

1 , 181 , 788 

100.0 

4,645 

68.7 

980,023 

82.9 

With  correctible  deficiencies... 

1,685 

24.9 

187,759 

15.9 

431 

6.4 

14, UUo 

1 . 2 

SHORT-STAY  HOSPITALS  

6,133 

100.0 

804.084 

100.0 

No  significant  deficiencies... 

4,197 

68.4 

701,019 

87.2 

With  correctible  deficiencies... 

1,508 

24.6 

89,172 

11.1 

•■"v  y-\  /— s  /-\  1    f-\    \        <-t  /-i  v*            -p-i   a4  1-  i  >— v -r-n 

428 

7.0 

1  7 
L.I 

TUBERCULOSIS  HOSPITALS  

108 

100.0 

ll , iuy 

i  nn  n 
J.UU .  U 

83 

76.9 

19,439 

87.9 

With  correctible  deficiencies  

25 

23 . 1 

2,670 

12.1 

Special  certification  

PSYCHIATRIC  HOSPITALS  

340 

100.0 

i  fin  n 

225 

66.2 

224,824 

71.3 

With  correctible  deficiencies... 

115 

33.8 

90,426 

28.  7 

OTHER  LONG-STAY  HOSPITALS  

180 

100.0 

40,345 

100.0 

140 

77.8 

34,741 

86.1 

With  correctible  deficiencies... 

37 

i  ?  ft 

3 

1.6 

113 

0.3 

17 VT'TVTTM? T\     /"^ A  TIT?     T?  A  /TTT  TTTrP      1  / 

bAlt,iNUh.U-CARt,  FACILITIES  1/  

4,698 

100.0 

347,919 

100.0 

1,319 

28.1 

105,189 

30.  2 

With  correctible  deficiencies... 

3,379 

71.9 

242,730 

69.8 

HOME  HEALTH  AGENCIES  

2.338 

100.0 





1,236 

52.9 

With  correctible  deficiencies... 

1,102 

47.1 

INDEPENDENT  LABORATORIES  

2,698 

100.0 

2,143 

79.4 

With  correctible  deficiencies... 

555 

20.6 

1/    Excludes  Christian  Science  Sanatoriums . 
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2.  Over  two-thirds  of  the  hospitals  (69  percent)  containing  83  percent  of  the 
beds  were  certified  with  no  significant  deficiencies.  .  One-fourth  of  the 
hospitals  with  16  percent  of  the  beds  were  certified  with  correctible 
deficiencies,  while  the  remaining  6  percent  of  the  hospitals  and  1  percent 
of  the  beds  received  special  certification. 

3.  In  contrast  to  hospitals,  72  percent  of  participating  ECF's  with  70  percent 
of  the  nursing  beds  had  been  certified  with  correctible  deficiencies. 

4.  Less  than  half  (47  percent)  of  the  2,338  participating  HHA's  had  correctible 
deficiencies.  The  proportion  for  independent  clinical  laboratories  was  much 
less--21  percent. 

5.  Since  December  15,  1969,  there  were  varying  losses  and  gains  in  the  numbers 
of  participating  providers.    A  net  total  of  30  hospitals,  with  over  a 
thousand  adult  beds,  dropped  out  of  the  program  during  this  period.  In 
addition,  72  ECF's,  with  11,621  nursing  beds,  were  lost  during  this  same 
period.     On  the  other  hand,  27  HHA's,  and  22  independent  laboratories,  were 
added  during  this  period. 


Type  of 
provider 

Facilities 

Beds 

December 
1969 

March 
1970 

Increase 
or 

decrease 

December 
1969 

March 
1970 

Increase 
or 

decrease 

6,791 

6,761 

-30 

1,182,843 

1,181,788 

-1,055 

Ext ended- care 
facilities . .  . 

1/4,770 

4,698 

-72 

1/359,540 

347,919 

-11,621 

Home  health 

2,311 

2,338 

+27 

Independent 
laboratories . 

2,676 

2,698 

+22 

1/    Adjusted  to 

exclude  16 

Christian  Science 

sanatoriums , 

with  509 

beds . 

6.     Significant  regional  variations  continue  to  exist  in  the  proportion  of 
facilities,  regardless  of  type,  that  are  participating  in  the  Medicare 
program.     The  proportion  of  hospitals,  ECF's,  HHA's,  and  independent 
laboratories  participating  in  the  program  with  correctible  deficiencies 
in  each  administrative  region  is  shown  in  the  following  table: 
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Percent  of  facilities  with  correctible  deficiencies 

Region 


Hospitals        Extended-care        Home  health  Independent 
facilities  agencies  laboratories 


ALL  REGIONS 

24.9 

71.9 

47.1 

20.6 

Region  I. . . . 

15.6 

83.3 

46.9 

18.8 

Region  II. . . 

7.2 

85.4 

53.5 

42.5 

Region  III. . 

32.5 

55.1 

40.0 

5.6 

Region  IV. . . 

26.9 

74.3 

48.3 

10.9 

Region  V. . . . 

19.5 

73.5 

39.9 

25.8 

Region  VI. . . 

41.9 

44.4 

26.0 

2.2 

Region  VII . . 

22.1 

76.4 

47.3 

12.8 

Region  VIII. 

35.5 

85.9 

59.7 

Region  IX. . . 

19.9 

73.9 

83.9 

23.6 

7.  In  addition,  of  the  431  participating  hospitals  with  special  certification, 
334  (77  percent)  were  located  in  Regions  IV  and  VII.  These  Regions  consist 
of  the  southeastern  and  southwestern  States. 

The  number  of  specially  certified  participating  hospitals  decreased  by  35 
during  the  3-month  period  since  December  15,  1969.     This  represents  a 
7.5  percent  drop;  preliminary  indications  from  the  field  confirm  that  the 
number  of  special  certification  hospitals  will  continue  to  decrease 
significantly,  as  State  agencies  apply  more  rigorous  evaluations  to  these 
facilities . 
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Ita^  1Mlrch"i1970Of  partiClpatlng  hosPitals  and  beds,  by  type  of  hospital,   level  of  certification,   region,  and 


Level  of  certification 
region  and  State 

Short- 

stay 

Tuberculosis 

Psychiatric 

Other  long-stay 

Hospitals 

•Beds 

Hospitals 

Beds 

Hospitals 

Beds 

Hospitals 

Beds 

ALL  REGIONS  

6,133 

804.084 

108 

22.109 

340 

315.250 

180 

40.345 

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

4,197 
1,508 
428 

701,019 
89,172 
13,893 

83 
25 

19,439 
2,670 

225 
115 

224,824 
90,426 

140 
37 
3 

34,741 
5,491 
113 

REGION  I  

306 

47,594 

a, 

n  O 
JZ 

23.642 

35 

9.927 

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

270 
32 
4 

45,370 
2,133 
91 

5 
1 

619 
72 

14 
18 

11,375 
12,267 

27 
8 

9,354 
573 

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

35 
35 

9,510 
9,510 





8 
1 

7 

7,438 
75 
7,363 

8 
8 

1,949 
1,949 

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

58 
38 
17 

3 

4,542 
3,932 
550 
60 

1 
1 

88 
88 





1 
1 

141 
141 

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

148 
136 
12 

25,635 
24, 147 
1,488 

3 
3 

456 
456 

17 
8 
9 

9,821 
7,054 
2,767 

21 
17 
4 

6,002 
5,584 
418 

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

31 
29 
1 
1 

2,880 
2,804 
45 
31 

1 
1 

72 
72 

2 
2 

2,322 
2,322 

1 
1 

25 
25 
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TABLE  1.— Number  of  participating  hospitals  and  beds,  by  type  of  hospital,  level  of  certification,  region,  and 
State,  March  19 70- -Continued 


Level  of  certification 
region  and  State 


Short- 

stay 

Tuberculosis 

Psychiatric 

Other  long 

—  stay 

Hospitals 

Beds 

Hospitals 

Beds 

Hospitals 

Beds 

Hospita Is 

Beds 

15 

3,149 





3 

2,211 

3 

1,790 

1 

74 

1 

1,680 



—  _  _ 





2 



2,137 


2 

110 

1  o 

1       O  ~7  O 

1 ,878 

1 

75 

9 

J.  ,  OJU 

1 

20 

1  "7 

1 7 

1,828 

1 

75 

2 

1,850 


—  —  ~ 

2 



50 







... 

i 

J. 

450 

102,192 

8 

1.350 

46 

87.685 

24 

7.571 

416 

95,324 

8 

1,350 

36 

75,314 

23 

6,987 

27 

6,534 

-  -  - 



10 

12,371 

1 

584 

7 

334 

—  M  M 

—  —  — 

—  ~  — 







-7 

/ 

1,575 

1 

108 

1 

1,259 

... 



6 

1,418 

1 

108 





1 

157 

—  —  — 

—  —  — 

—  



1 



1,259 










104 

24, 366 

2 

586 

9 

15,425 

5 

1,430 

99 

23,914 

2 

586 

8 

14,566 

5 

1,430 

3 

274 

1 

859 

2 

178 

339 

76,251 

5 

656 

36 

71,001 

19 

6,141 

311 

69,992 

5 

656 

28 

60,748 

18 

5,557 

23 

6,103 

8 

10,253 

1 

584 

5 

156 

Rhode  Island  , 

No  significant  deficiencies.., 
With  correctible  deficiencies, 
Special  certification  , 

Vermont  

No  significant  deficiencies.., 
With  correctible  deficiencies, 
Special  certification  

REGION  II  

No  significant  deficiencies... 
With  correctible  deficiencies. 
Special  certification  

Delaware  

No  significant  deficiencies... 
With  correctible  deficiencies. 
Special  certification  

New  Jersey  

No  significant  deficiencies... 
With  correctible  deficiencies. 
Special  certification  

New  York  

No  significant  deficiencies... 
With  correctible  deficiencies. 
Special  certification  


TABLE  1. --Number  of  participating  hospitals  and  beds,  by  type  of  hospital,  level  of  certification,  region,  and 
State,  March  1970- -Continued 


Level  of  certification 
region  and  State 

Short- 

stay 

Tuberculosis 

Psychiatric 

Other  long 

;-stay 

Hospitals 

Beds 

Hospitals 

Beds 

Hospitals 

Beds 

Hospitals 

Beds 

REGION  III  

697 

ins  ra^ 

Zl 

c  one 

5,305 

60 

56,219 

23 

3  ,685 

AfiS 

87  78^ 

11 

3,873 

38 

28,480 

18 

3,352 

With  correctible  deficiencies... 

223 

17,667 

1  AT) 

ZZ 

O  7  TOO 

z / , / 3y 

5 

333 

9 

391 

District  of  Columbia 

A  687 

H- ,  DO  / 





2 

6,385 

1 

550 

No  significant  deficiencies..... 

11 





2 

6,385 

1 

550 

With  correctible  deficiencies... 

1 

153 

—  - 







Kentucky  

112 

1  1  "}f)9 
llj  ->\J  l. 

7 

973 

5 

5,271 

5 

339 

No  si  tmi  f  i  rflTit-  fipfin'pnpipQ 

■SO 

8  91Q 
o  ,  Z  J  7 

1 

349 

2 

1,787 

2 

100 

With  correctible  deficiencies... 

53 

3,063 

fi?A 

■j 

3 

239 







Maryland  

45 

10, 170 

2 

747 

9 

10,764 

r 
J 

1     AO  C 
1  ,  O06 

No  significant  deficiencies  

43 

10,097 

2 

747 

5 

1,185 

tr 

1 ,  (Job 

With  correctible  deficiencies... 

1 

33 

A 

9  S7Q 

1 

40 





249 

48,325 

3 

— ' 

I74-U 

zy , j  /  j 

1    0/.  c\ 
1 ,  jW 

No  significant  deficiencies  

213 

43,570 

3 

940 

20 

17,991 

Q 

0 

1 , 246 

With  correctible  deficiencies... 

36 

4  755 

8 

11,582 

2 

94 

92 

6,161 

5 

1,672 

3 

1,815 

1 

30 

13 

2,491 

2 

904 

2 

675 

1 

30 

With  correctible  deficiencies... 

74 

3,393 

3 

768 

1 

1,140 

5 

277 
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TABLE  1. --Number  of  participating  hospitals  and  beds,  by  type  of  hospital,  level  of  certification,  region  and 
State,  March  1970--Continued  ' 


Level  of  certification 
region  and  State 


Short-stay 


Tuberculosis 


Psychiatric 


Other  long-stay 


Hospitals        Beds      Hospitals      Beds      Hospitals        Beds      Hospitals  Beds 


Virginia  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

Virgin  Islands  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

West  Virginia  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

REGION  IV  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

Alabama  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification....  

Florida  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

Georgia  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  


105 
66 
39 


5 
5 


16,395 
11,121 
5,274 


206 
206 


3 
3 


933 
933 


9 
3 
6 


2,274 
320 
1,954 


340 
340 


77 

8,597 

1 

40 

A 

*-+ 

1  1 7 

55 

7,527 

"4- 

107 
i J  1 

—  —  — 

1  J 

y  yo 

1 

40 

3 

74 

890 

103.923 

15 

4.954 

26 

24.593 

9 

645 

552 

86,842 

14 

4,774 

15 

9,196 

6 

550 

239 

13,661 

1 

180 

11 

15,397 

2 

70 

99 

3,420 

1 

25 

119 

12,643 

1 

153 

1 

59 

71 

10,393 

1 

153 

1 

59 

41 

1,957 

7 

293 

174 

26,363 

2 

1,052 

7 

7,924 

135 

23,543 

2 

1,052 

3 

2,797 

35 

2,660 

4 

5,127 

4 

160 

156 

15,544 

1 

412 

6 

333 

1 

190 

85 

12,739 

1 

412 

5 

300 

1 

190 

54 

2,257 

1 

33 

17 

548 

TABLE  1. --Number  of  participating  hospitals  and  beds,  by  type  of  hospital,  level  of  certification,  rezion  and 
State,  March  1970--Continued 


■Ljcvci.    \J  L  LclLlIlCaLLOU 

Short- 

stay 

Tuberculosis 

Psychiatric 

Other  long 

-stay 

region  and  State 

Hncm*  fa  1  g 

LLK->  o  JJ  .L  U  d  L  o 

JJ  cUs 

Hospitals 

Beds 

Hospitals 

Beds 

Hospitals 

Beds 

95 

7,451 

1 

322 



No  significant  deficiencies  

36 

4  985 

1 

322 





With  correctible  deficiencies... 

36 

1^749 

—  —  — 

—  — 

"I 

Special  certification  

23 

717 

_  —  _ 

—  —  — 

—  -  - 





13  7 

17,217 

4 

1,418 

5 

9,519 

o 
J 

240 

No  significant  deficiencies  

96 

14, 262 

4 

1,418 

2 

2,136 

3 

240 

With  correctible  deficiencies... 

36 

2^842 

3 

7,383 

Special  certification  

5 

113 

— 

_  _  _ 



— 



69 

8,346 

1 

566 

4 

6,243 

o 
I 

1  OA 

120 

53 

7,364 

1 

566 

3 

3,729 

9 

i  on 

With  correctible  deficiencies... 

15 

932 

1 

2,514 

Special  certification  

1 

50 









140 

16,359 

c 

J 

3 

515 

3 

95 

76 

13,556 

4 

851 

1 

175 

With  correctible  deficiencies... 

22 

1,264 

1 

180 

2 

340 

9 

/U 

42 

1,539 

—  — 

l 

25 

REGION  V  

989 

168,732 

36 

5,214 

73 

52.113 

jj 

7     Q  "7  C 

No  significant  deficiencies  

812 

151,812 

26 

4,534 

39 

35,419 

4,  yoy 

With  correctible  deficiencies... 

169 

16  653 

10 

680 

34 

16,694 

Q 

o 

3 , 066 

8 

'267 

264 

53,412 

9 

2,050 

19 

17,510 

3 

297 

234 

46,124 

7 

1,881 

11 

10,980 

3 

297 

With  correctible  deficiencies... 

29 

7,274 

2 

169 

8 

6,530 

1 

14 

TABLE  1. --Number  of  participating  hospitals  and  beds,  by  type  of  hospital,  level  of  certification,  region,  and 
State,  March  19 70- -Continued 


t       i     c                  ,_•                       Short-stay                Tuberculosis               Psychiatric  Other  lone-stav 

Level  of  certification  »   acay 

region  and    tate  Hospitals        Beds      Hospitals      Beds      Hospitals        Beds      Hospitals  Beds 


Indiana  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

Michigan  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

Ohio  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

Wisconsin  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

REGION  VI  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

Iowa  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  


120 

19,139 

3 

335 

8 

6,595 

3 

421 

84 

16,598 

2 

185 

5 

4,763 

3 

421 

J  o 

i.  ,  Jtl 

l 

1  CA 

150 

3 

1 ,832 

231 

35,155 

3 

676 

17 

18,831 

14 

4,741 

200 

33,333 

3 

676 

12 

14,376 

10 

2,104 

27 

1,715 

™  **  ™ 

5 

4,455 

4 

2,637 

4 

107 

_  _  _ 

214 

40,748 

13 

1,757 

17 

5,078 

11 

2,360 

171 

37,093 

9 

1,508 

2 

1,690 

8 

1,985 

40 

3,509 

4 

249 

15 

3,388 

3 

375 

~> 

Ih-O 

160 

20,278 

8 

396 

12 

4,099 

2 

156 

123 

18,664 

5 

284 

9 

3,610 

1 

102 

37 

1,614 

3 

112 

3 

489 

1 

54 

861 

82,485 

6 

591 

30 

20,988 

9 

1,514 

466 

68,418 

4 

459 

28 

19,721 

7 

1,423 

374 

13,410 

2 

132 

2 

1,267 

2 

91 

21 

657 

140 

14,491 

1 

195 

5 

2,043 

2 

115 

89 

12,316 

1 

195 

4 

1,648 

1 

65 

51 

2,175 

1 

395 

1 

50 

10 


TABLE  1. --Number  of  participating  hospitals  and  beds,  by  type  of  hospital,  level  of  certification,  region,  and 
State,  March  1970--Continued 


Level  of  certification  Short-stay  Tuberculosis  Psychiatric  Other  long-stay 

region  and  State  .     ,  _    .  _  , 

Hospitals        Beds      Hospitals      Beds      Hospitals        Beds      Hospitals  Beds 


Kansas  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

Minnesota  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

Missouri  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

Nebraska  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

North  Dakota  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

South  Dakota  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  


155  12,771  1  32 
72  9,920 

83  2,851             1  32 

181  17,879             3  234 

115  15,892             2  134 

66  1,987             1  100 

156  22,198 
90  18,919 
52  2,756 
14  523 

108  7,926             1  130 

49  6,174             1  130 

56  1,683 

3  69 

59  3,590 

30  2,861 

26  680 

3  49 

62  3,630 

21  2,336 

40  1,278 

1  16 


5  1,890  1  151 

5  1,890  1  151 


7  6,507  2  224 

7  6,507  2  224 


9  7,088  3  983 

9  7,088  3  983 


3  1,922 
2  1,050 
1  872 

1  1,538  1  41 

1  1,538 

1  41 


11 


TABLE  1. --Number  of  participating  hospitals  and  beds,  by  type  of  hospital,  level  of  certification,  region,  and 
State,  March  19 70- -Continued 


Level  of  certification 
region  and  State 

Short- 

stay 

Tuberculosis 

Psychiatric 

Other  long- 

■stay 

Hospitals 

Beds 

Hospitals  Beds 

Hospitals 

Beds 

Hospitals 

Beds 

REGION  VII  

865 

80,682 

6  2.786 

18 

13.569 

11 

918 

442 

63,841 

6  2,786 

12 

10,838 

7 

645 

»itn  correctiDie  uenciencies  •  •  , 

6 

2,  731 

3 

209 

233 

7,477 

_  _  _                               _  _  _ 

1 

64 

97 

7,864 

1  343 

2 

1,540 

1 

106 

46 

5,723 

1  343 

1 

777 

1 

106 

n  J.  L  11    LUiictLlUlt    UcIlClcIlClco  •  •  . 

JO 

1 ,  /  jU 

1 

763 

13 

411 

_  _  _                            _  _  _ 

"1 

120 

14,669 

1  351 

3 

1,091 

2 

155 

No  significant  deficiencies  

70 

12,509 

1  351 

2 

899 

With  correctible  deficiencies... 

25 

1,277 

1 

192 

1 

91 

25 

883 

  _  

1 

64 

40 

3,033 



1 

92 

_  _  _ 

28 

2,658 



1 

92 





»icn  correctiDie  aencxencies.  . . 

Q 
O 

4 

91 





"1 

130 

10,636 



5 

2,754 

—  —  mm 

«_  _  — 

No  significant  deficiencies  

70 

8,534 



2 

1,878 



—  *  mm 

With  correctible  deficiencies... 

34 

1,328 

3 

876 

26 

774 

478 

44,480 

4  2,092 

7 

8,092 

8 

657 

228 

34,417 

4  2,092 

6 

7,192 

6 

539 

With  correctible  deficiencies... 

85 

4,745 

1 

900 

2 

118 

165 

5,318 

12 


TABLE  1. --Number  of  participating  hospitals  and  beds,  by  type  of  hospital,  level  of  certification,  region,  and 
State,  March  1970 — Continued 


Level  of  certification 
region  and  State 

Short- 

stay 

Tuberculosis 

Psychiatri 

c 

Other  long- 

■stay 

Hospitals 

Beds 

Hospitals  Beds 

Hospitals 

Beds 

Hospitals 

Beds 

REGION  VIII  

949 

20, 190 

2  94S 

7 

9  81  5 

7 

/ 

J  UJ 

1  1  7 

16  193 

1U  ^  i.  Z-  ~> 

9  9AS 

Z  ZHO 

9  nil 

c 
_> 

/■  /■  7 

With  correctible  deficiencies... 

89 

2,901 

3 

802 

2 

116 

43 

1,166 











O  L 

y  }  D  y  J 

z ,  u  i  j 

4 

4S 

ft  9ft1 

/. 
t 

9  mi 

Z  ,U1J 

q 
J 

With  correctible  deficiencies... 

18 

747 



1 

80 

18 

567 











Idaho 

46 

2  463 

1  SO 

No  sipnifipanf  dpfiripnripfi 

20 

1  685 

1  so 

X  ju 

With  correctible  deficiencies... 

18 

579 









8 

199 











Mrvn  t  an  a 

60 

3  295 

1                  1  9S 

1 

1  49 
X4-Z 

1 
1 

TO 
JO 

Nn       pti  i  f  i  pant"   Hpf  l  n'  pn  pips 

23 

j£  1 

9  39S 

1                   1  9S 

X                            i-  -7  J 

i 

I 

1ft 
JO 

With  correctible  deficiencies... 

34 

848 

1 

142 

3 

52 











Utah 

35 

3  367 

1 
1 

i  nn 

XUVJ 

1 

X 

J  D 

No   ^  i  oti i  f  i  pant-   Hpf  lVi  pnri  pfl 

1  6 

X  v 

2  787 

With  correctible  deficiencies... 

9 

366 

1 

100 

1 

X 

36 

10 

214 

27 

1,470 

1 

560 

1 

51 

13 

975 

1 

51 

With  correctible  deficiencies... 

10 

361 

1 

560 

4 

134 

13 


TABLE  1. --Number  of  participating  hospitals  and  beds,  by  type  of  hospital,  level  of  certification,  region,  and 
State,  March  1970--Continued 


Level  of  certification 
region  and  State 

Short- 

stay 

Tuberculosis 

Psychiatric 

Other  long- 

•stay 

Hospitals 

Beds 

Hospitals  Beds 

Hospitals 

Beds 

Hospitals 

Beds 

896 

y  /- ,  44j 

ft  Q73 
0                   y  1  ~> 

A  ft 
4-0 

£.  y 

7  547 

DJ  / 

ft1;  ^flA. 
OJj 

7  7QQ 

39 

32,468 

99 

7  074. 

With  correctible  deficiencies... 

165 

6,849 

1  174 

Q 

y 

1    1  58 

6 

449 

4 

90 



1 

24 

A  1  o  c  1/  a 

1  8 

645 

1 

225 

2 

60 

No   q i  crni  "Ft  r»  An  t~   Hp"Fi  piptipips. 

11  (J      O-LtiLI-L-L-LL-CllLL-     UC1  LIvlCllL  ICO  •   •  «  •  • 

4 

290 

1 

225 

With  correctible  deficiencies... 

14 

355 



1 

36 







1 

24 

1 

145 





Nn   q  "f  cm  i  "f  i  pan  t"   H  p  "Ft  f*  i  pn  rips  * 

1 

145 









With  correctible  deficiencies... 

















• 

&8 

5  896 

2  175 

3 

1,175 

1 

24 

33 

4, 920 

2  175 

3 

1,175 

With  correctible  deficiencies... 

15 

'906 

1 

24 



— — — 

  - — - 

— 

—  —  — 

59A. 

64  061 

VJH-  yUUl 

3  295 

32 

24,423 

19 

6, 726 

448 

60,672 

2  121 

28 

24,094 

18 

6^526 

With  correctible  deficiencies... 

74 

3,347 

1  174 

4 

329 

1 

200 

2 

42 

1 

236 

1 

236 

With  correctible  deficiencies...                 

Special  certification                  

14 


TABLE  1. --Number  of  participating  hospitals  and  beds,  by  type  of  hospital,  level  of  certification,  region  and 
State,  March  1970--Continued 


Level  of  certification 
region  and  State 


Short-stay 


Tuberculosis 


Psychiatric 


Other  long- stay 


Hospitals        Beds      Hospitals      Beds      Hospitals        Beds      Hospitals  Beds 


Hawaii  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

Nevada  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

Oregon  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  

Washington  

No  significant  deficiencies  

With  correctible  deficiencies... 
Special  certification  


19 
12 
5 
2 

19 
10 
9 


84 
61 
23 


112 
87 
25 


1,995 
1,751 
196 
48 

1,870 
1,600 
270 


7,123 
6,329 
794 


10,542 
9,561 
981 


79 
79 


424 
424 


7 
3 
4 


687 
687 


484 
484 


2,871 
2,871 


3,761 
3,619 
142 


4 
2 
2 


3 
2 
1 


625 
456 
169 


112 
92 
20 


15 


TABLE  2. --Number  of  participating  extended-care  facilities  and  beds,  home  health 
agencies,  and  independent  laboratories,  by  level  of  certification,  region  and 
State,  March  1970 


Level  of  certif icati nn 
region  and  State 

Extended-care 
facilities 

Number  Beds 

Home 
health 
agencies 

Independent 
laboratories 

ALL  REGIONS  

4,698 

347,919 

2,338 

2,698 

No  significant  deficiencies  

With  correctible  deficiencies.. 

1,319 
3,379 

105,189 
242,730 

1,236 
1,102 

2,143 
555 

REGION  I  

323 

23,705 

367 

160 

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

54 
269 

4,689 
19,016 

195 
172 

130 
30 

122 
13 
109 

10,235 
1,233 
9,002 

98 
88 
10 

49 
23 
26 

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

28 
3 
25 

1,049 
43 
1,006 

26 
3 
23 

1 
1 

Massachusetts  

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

127 
30 
97 

9,763 
3,060 
6,703 

172 
83 
89 

86 
85 
1 

New  Hampshire  

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

11 
11 

676 
676 

40 
2 
38 

1 

1 

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

L — 1 

4 
19 

X  ,  4-  £.  J 

199 
1,230 

17 
11 

6 

18 
17 
1 

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

12 
4 
8 

553 
154 
399 

14 
8 

6 

J 

4 
1 

REGION  II 

397 

43.035 

200 

372 

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

58 
339 

9,548 
33,487 

93 
107 

214 
158 

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

10 
10 

539 
539 

8 
7 
1 

6 
2 
4 

16 


TABLE  2. --Number  of  participating  extended-care  facilities  and  beds,  home  health 
agencies,  and  independent  laboratories,  by  level  of  certification,  region,  and 
State,  March  1970--Continued 


Extended-care  Home 
Level  of  certification  facilities  health  Independent 

region  and  State  Number  Bedg  agencies  laboratories 


New  Jersey  

No  significant  deficiencies... 
With  correctible  deficiencies. 

New  York  

No  significant  deficiencies... 
With  correctible  deficiencies. 

REGION  III  

No  significant  deficiencies... 
With  correctible  deficiencies. 

District  of  Columbia  

No  significant  deficiencies... 
With  correctible  deficiencies. 

Kentucky  

No  significant  deficiencies... 
With  correctible  deficiencies. 

Maryland  

No  significant  deficiencies... 
With  correctible  deficiencies. 

Pennsylvania  

No  significant  deficiencies... 
With  correctible  deficiencies. 

Puerto  Rico  

No  significant  deficiencies... 
With  correctible  deficiencies. 

Virginia  

No  significant  deficiencies... 
With  correctible  deficiencies. 

Virgin  Islands  

No  significant  deficiencies... 
With  correctible  deficiencies. 

West  Virginia  

No  significant  deficiencies... 
With  correctible  deficiencies. 


105 

8,887 

52 

1  96 

8 

749 

1  '-r  J 

J  D 

1  1  Q 

I  lo 

97 

8,138 

17 

8 

282 

33,609 

1  40 

Z4-U 

50 

8,  799 

S  1 
J  J- 

Q  A 

y4 

232 

24, '8 10 

89 

146 

47? 

36  1  77 

347 

304 

212 

18,819 

208 

287 

260 

17,358 

139 

17 

6 

1,396 

3 

6 

3 

1,049 

3 

4 

3 

347 

2 

74 

4,946 

32 

31 





15 

29 

74 

4,946 

17 

2 

65 

5,414 

31 

c:  c 

49 

4,265 

30 

55 

16 

1,149 

1 



23  7 

18,378 

121 

124 

1 1  8 

14 

121 

119 

7,528 

107 

3 

a 

0 

I 

58 

J 

/  JU 

z 

56 

3 

141 

2 

54 

4,308 

136 

21 

15 

1,362 

123 

15 

39 

2,946 

13 

6 

1 

1 

28 

1,344 

21 

9 

22 

1,043 

20 

7 

6 

301 

1 

2 

17 


TABLE  2. --Number  of  participating  extended-care  facilities  and  beds,  home  health 
agencies,  and  independent  laboratories,  by  level  of  certification,  region,  and 
State,  March  1970--Continued 


Extended- care 

Level  of  certification  facilities  °"ie  Independent 

region  and  State  Number  Bedg  ag^Cxes  laboratories 


REGION  IV  

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

Alabama  

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

Florida  

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

Georgia  

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

Mississippi  

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

North  Carolina  

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

South  Carolina  

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

Tennessee  

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

REGION  V  

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

Illinois  

No  significant  deficiencies.... 
With  correctible  deficiencies.. 

Indiana  

No  significant  deficiencies.... 
With  correctible  deficiencies.. 


569 

40,055 

360 

202 

146 

10,939 

186 

180 

29, 116 

174 

22 

101 

6,778 

55 

11 

34 

2,539 

42 

10 

67 

4,  239 

13 

1 

175 

11,867 

53 

113 

51 

3,358 

27 

110 

124 

8,509 

26 

3 

82 

6,169 

17 

20 

40 

2,691 

13 

20 

42 

3,478 

4 



30 

1,847 

84 

14 

22 

11 

-JU 

1      O  /  ~7 

1,847 

62 

3 

54 

4,149 

23 

13 

1 

36 

5 

8 

53 

4,113 

18 

5 

56 

3,898 

43 

7 

9 

730 



7 

47 

3,168 

43 



71 

5,347 

85 

24 

11 

1,585 

77 

14 

60 

3,762 

8 

10 

770 

60,332 

326 

403 

204 

16,299 

196 

299 

566 

44,033 

130 

104 

164 

11,557 

88 

155 

83 

6,850 

75 

117 

81 

4,707 

13 

38 

90 

6,482 

30 

34 

31 

2,132 

25 

34 

59 

4,350 

5 

18 


TABLE  2. --Number  of  participating  extended-care  facilities  and  beds,  home  health 
agencies,  and  independent  laboratories,  by  level  of  certification,  region,  and 
State,  March  1970--Continued 


Extended-care 

Level  of  certification  facilities  °™e  Independent 

region  and  State  n„™w  *0*a  =        C  laboratories 

JNumber  .Beds  agencies 


153 

15,696 

46 

90 

No  significant  deficiencies.... 

5 

391 

15 

57 

With  correctible  deficiencies.. 

148 

15,305 

31 

33 

Ohio  

204 

16,135 

98 

103 

No  significant  deficiencies.... 

32 

2,425 

30 

71 

With  correctible  deficiencies.. 

172 

13,710 

68 

32 

159 

10,462 

64 

21 

No  significant  deficiencies...* 

53 

4,501 

51 

20 

With  correctible  deficiencies.. 

106 

5,961 

13 

1 

REGION  VI  

376 

?0rR14 

?00 

137 

No  significant  deficiencies.... 

209 

12,148 

148 

134 

With  correctible  deficiencies.. 

167 

8,666 

52 

3 

79 

3,763 

39 

16 

No  significant  deficiencies.... 

68 

3,331 

32 

16 

—  _  — 

With  correctible  deficiencies.. 

11 

432 

7 

47 

1,114 

33 

25 

No  significant  deficiencies.... 

7 

175 

21 

24 

With  correctible  deficiencies.. 

40 

939 

12 

1 

126 

7,191 

53 

11 

No  significant  deficiencies.... 

77 

4,412 

53 

10 

T.T  f  ■  1    .          _  j  Ml             3       C  *        •  • 

With  correctible  deficiencies.. 

49 

2,779 

—  "* 

1 

66 

4,482 

36 

55 

No  significant  deficiencies.... 

32 

2,310 

13 

55 

With  correctible  deficiencies.. 

34 

2,172 

23 

33 

2,867 

5 

15 

No  significant  deficiencies.... 

15 

1,419 

4 

14 

With  correctible  deficiencies.. 

18 

1,448 

1 

1 

7 

387 

9 

10 

No  significant  deficiencies.... 

3 

241 

4 

10 

With  correctible  deficiencies.. 

4 

146 

5 

18 

1,010 

25 

5 

No  significant  deficiencies.... 

7 

260 

21 

5 

With  correctible  deficiencies.. 

11 

750 

4 

19 


TABLE  2. --Number  of  participating  extended-care  facilities  and  beds,  home  health 
agencies,  and  independent  laboratories,  by  level  of  certification,  region,  and 
State,  March  1970--Continued 


Extended- care 

Level  of  certification               facilities  °™e  Independent 

region  and  State  ea  t  laboratories 

Number            Beds  agencies 


REGION  VII  

348 

22.040 

296 

266 

No  significant  deficiencies.... 

82 

5,828 

156 

232 

"1LH    LUILctLIUlc    UcIlllcULlcb • • 

266 

16,212 

140 

34 

35 

1,969 

70 

14 

No  significant  deficiencies.... 

5 

350 

69 

12 

Wit"h   fntTPrfihl  p   Hpf  l  n'  pti  pipe 

30 

1, 619 

1 

2 

61 

4,809 

77 

23 

No  significant  deficiencies.... 

17 

1,526 

62 

18 

With  corrpctibl  p  rfpf  i  n"  ptipi  p<; 

44 

3 , 283 

15 

5 

17 

1,229 

4 

23 

No  significant  deficiencies.... 

5 

392 

3 

13 

With  correctible  deficiencies.. 

12 

837 

1 

10 

31 

1,877 

55 

38 

No  significant  deficiencies.... 

7 

313 

4 

36 

With  correctible  deficiencies.. 

24 

1,564 

51 

2 

204 

12,156 

90 

168 

No  significant  deficiencies.... 

48 

3,247 

18 

153 

With  correctible  deficiencies.. 

156 

8,909 

72 

15 

REGION  VIII  

185 

10,774 

62 

63 

No  significant  deficiencies.... 

26 

1,460 

25 

63 

"ltn  correcuxDie  aeiiciencies . . 

1  CQ 

y ,  314 

37 

81 

5,929 

21 

38 

No  significant  deficiencies.... 

6 

279 

9 

38 

With  correctible  deficiencies.. 

75 

5,650 

12 

45 

2,412 

8 

1 

No  significant  deficiencies.... 

5 

323 

1 

With  correctible  deficiencies.. 

40 

2,089 

8 

31 

894 

13 

7 

No  significant  deficiencies.... 

10 

414 

6 

7 

With  correctible  deficiencies.. 

21 

480 

7 

Utah  

23 

1,200 

12 

14 

No  significant  deficiencies.... 

5 

444 

3 

14 

With  correctible  deficiencies.. 

18 

756 

9 

20 


TABLE  2. --Number  of  participating  extended-care  facilities  and  beds,  home  health 
agencies,  and  independent  laboratories,  by  level  of  certification,  region,  and 
State,  March  1970--Continued 


Level  of  certification 
region  and  State 


Extended- care 
facilities 


Number 


Beds 


Home 
health 
agencies 


Independent 
laboratories 


Wyoming   5  339  8  3 

No  significant  deficiencies....      7  3 

With  correctible  deficiencies..  5  339  1   

REGION  IX   1.258  90.987  180  791_ 

No  significant  deficiencies   328  25,459  29  604 

With  correctible  deficiencies..  930  65,528  151  187 

Alaska   10  220  1  2 

No  significant  deficiencies....        1 

With  correctible  deficiencies..  10  220  1  1 

American  Samoa          

No  significant  deficiencies....         

With  correctible  deficiencies..         

Arizona   32  2,000  9  46 

No  significant  deficiencies....  14  899  2  34 

With  correctible  deficiencies..  18  1,101  7  12 

California   963  76,609  109  628 

No  significant  deficiencies   268  21,779  14  486 

With  correctible  deficiencies..  695  54,830  95  142 

Guam   1  33  1   

No  significant  deficiencies....  1  33  1   

With  correctible  deficiencies..         

Hawaii   15  1,152  6  13 

No  significant  deficiencies....  3  339  2  13 

With  correctible  deficiencies..  12  813  4   

Nevada   14  666  3  14 

No  significant  deficiencies....  3  255  1  3 

With  correctible  deficiencies..  11  411  2  11 

Oregon   90  4,717  27  31 

No  significant  deficiencies....  24  1,563  4  19 

With  correctible  deficiencies..  66  3,154  23  12 

Washington   133  5,590  24  57 

No  significant  deficiencies....  15  591  5  48 

With  correctible  deficiencies..  118  4,999  19  9 
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DEFINITIONS 

i 


Participating  providers  of  services--hospitalsT  extended-care  facilities, 
home  health  agencies,  or  independent  laboratories  which  have  met  the 
requirements  for  certification  and  entered  into  an  agreement  with  the 
Social  Security  Administration  not  to  make  charges  for  covered  items  and 
services  except  deductibles  and  co-insurance  amounts;  to  return  any  money 
incorrectly  collected;  and  to  provide  services  on  a  nondiscriminatory 
basis  in  compliance  with  Title  VI  of  the  Civil  Rights  Act  of  1964. 

Participating  hospital--meets  the  following  certification  requirements: 

(1)  is  primarily  engaged  in  providing  diagnostic  and  therapeutic  services 
or  rehabilitation    services  under  the  supervision  of  physicians; 

(2)  maintains  clinical  records  on  all  patients;   (3)  has  bylaws  for  staff 
of  physicians;   (4)  requires  every  patient  to  be  under  the  care  of  a 
physician;  (5)  provides  24-hour  nursing  services  by  or  under  supervision 
of  RPN,  and  has  a  LPN  or  RPN  on  duty  at  all  times;   (6)  has  a  hospital 
utilization  review  plan;  (7)  is  licensed  or  approved  where  State  or  local 
law  so  requires;  and  (8)  meets  other  health  and  safety  requirements  of  the 
Secretary.    An  institution  shall  be  considered  to  meet  the  requirements  for 
participation  if  it  is  accredited  as  a  hospital  by  the  Joint  Commission  on 
Accreditation  of  Hospitals  or  the  American  Osteopathic  Association. 

Hospital  beds  —  includes  adult  beds  regularly  available  (those  set  up  and 
staffed  for  use).     This  includes  beds  in  isolation  units,  quiet  rooms, 
reception  and  observation  units  or  any  other  such  bed  facilities  which 
are  set  up  and  staffed  for  use  by  inpatients  who  have  no  other  bed  facility 
assigned  to  or  reserved  for  them.     Excludes  (1)  bassinets  and  pediatric 
beds,   (2)  beds  in  labor  rooms,  post-anesthesia  or  post-operative  recovery 
rooms,  and  (3)  psychiatric  holding  beds. 

Participating  tuberculosis  hospital--meets  all  the  requirements  for  a 
participating  hospital  and:     (1)  is  primarily  engaged  in  providing,  by  or 
under  the  supervision  of  a  physician,  medical  services  for  the  diagnosis 
and  treatment  of  tuberculosis;   (2)  maintains  clinical  records,  in  the 
manner  the  Secretary  deems  necessary,  to  be  able  to  determine  the  degree 
and  intensity  of  treatment  of  individuals  entitled  to  hospital  insurance 
benefits;   (3)  meets  staffing  requirements,  as  the  Secretary  finds  necessary, 
for  the  institution  to  be  able  to  carry  on  an  active  program  of  treatment; 
and  (4)  is  accredited  by  the  Joint  Commission  on  Accreditation  of  Hospitals 
or  the  American  Osteopathic  Association.    A  distinct  part  of  an  institution 
can  be  considered  a  tuberculosis  hospital  if  it  meets  the  conditions  even 
though  the  institution  of  which  it  is  a  part  does  not  meet  the  conditions; 
and  if  the  distinct  part  meets  requirements  equivalent  to  the  accreditation 
requirements  of  the  JCAH  or  AOA,   it  could  qualify  under  the  program  even 
though  the  institution  is  not  accredited. 
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Participating  psychiatric  hospital--meets  all  the  requirements  for  a 
participating  hospital  and:     (1)     is  primarily  engaged  in  providing,  by 
or  under  the  supervision  of  a  physician,  psychiatric  services  for  the 
diagnosis  and  treatment  of  mentally  ill  persons;   (2)  maintains  clinical 
records,  in  the  manner  the  Secretary  deems  necessary,  to  be  able  to 
determine  the  degree  and  intensity  of  treatment  of  individuals  entitled 
to  hospital  insurance  benefits;  (3)  meets  staffing  requirements,  as  the 
Secretary  finds  necessary,  for  the  institution  to  be  able  to  carry  on  an 
active  program  of  treatment;   (4)  is  accredited  by  the  Joint  Commission  on 
Accreditation  of  Hospitals  or  the  American  Osteopathic  Association.  A 
distinct  part  of  an  institution  can  be  considered  a  psychiatric  hospital 
if  it  meets  the  conditions,  even  though  the  institution  of  which  it  is  a 
part  does  not  meet  the  conditions;  and  if  the  distinct  part  meets  require- 
ments equivalent  to  the  accreditation  requirements  of  the  JCAH  or  AOA,  it 
could  qualify  under  the  program  even  though  the  institution  is  not 
accredited. 

Participating  home  health  agencv--meets  the  following  certification 
requirements:     (1)  is  a  public  or  private  agency  or  organization  which  is 
primarily  engaged  in  providing  skilled  nursing  and  other  therapeutic 
services;   (2)  has  policies  established  by  a  group  of  professional  personnel 
that  includes  at  least  one  physician  and  one  RPN;   (3)  provides  supervision 
of  services  by  a  physician  or  RPN;  (4)  maintains  clinical  records  for  all 
patients;   (5)  if  State  or  local  law  requires  licensing,  the  agency  or 
organization  must  be  licensed  or  approved  by  the  agency  responsible  for 
licensing  as  meeting  the  standards  set  for  licensing. 

Participating  extended-care  facility — has  a  transfer  agreement  with  one 
or  more  participating  hospitals  and  meets  the  following  certification 
requirements:     (1)  is  primarily  engaged  in  providing  skilled  nursing  care 
and  related  services,  or  rehabilitation  services;   (2)  has  the  medical  staff 
to  develop  and  execute  policies  and  govern  services;  (3)  requires  every 
patient  to  be  under  the  care  of  a  physician  who  is  available  for  emergency 
calls;   (4)  maintains  clinical  records  for  all  patients;   (5)  provides 
adequate  24-hour  nursing  care;   (6)  has  a  utilization  review  board  in 
effect;   (7)  is  licensed  or  approved  for  licensing  by  the  State  or  local 
agency;   (8)  meets  health  and  safety  requirements  specified  by  the  Secretary; 
(9)  has  appropriate  methods  for  dispensing  and  administering  drugs  and 
biologicals . 

Extended-care  facility  beds  —  includes  only  the  number  of  beds  available 
for  patients  receiving  skilled  nursing  care.     In  the  instance  where  a 
part  of  a  larger  institution  is  participating  as  an  ECF,  only  the 
skilled  nursing  beds  are  included.     Excludes  domiciliary  beds  in  all 
instances . 
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Participating  independent  laboratory- -is  independent  both  of  the  attending 
or  consulting  physician's  office  and  of  a  hospital  which  meets  the  con- 
ditions of  participation  in  the  program  and:     (1)  is  in  compliance  with 
all  applicable  State  and  local  laws;   (2)  is  under  the  direction  of  a 
qualified  person;   (3)  is  supervised  by  qualified  personnel;   (4)  has  a 
sufficient  number  of  properly  qualified  technical  personnel  for  the  volume 
and  diversity  of  tests  performed;   (5)  maintains  records,  equipment,  and 
facilities  which  are  adequate  and  appropriate  for  the  services  offered; 
and  (6)  performs  only  those  laboratory  tests  and  procedures  that  are  within 
the  specialties  in  which  the  laboratory  director  or  supervisors  are 
qualified. 


Level  of  Certification 

No  significant  def iciencies--f acilities  that  meet  all  the  standards  for 
participation  under  the  law  and  regulations. 

With  correctible  def iciencies--f acilities  that  meet  all  the  specific 
requirements  of  the  law  but  are  found  to  have  deficiencies  with  respect 
to  one  or  more  of  the  conditions  of  participation  imposed  by  regulation. 

Special  certification-- facilities  approved  for  participation  due  to  such 
factors  as  isolated  location  or  absence  of  sufficient  facilities  in  an 
area  which  would  seriously  limit  the  access  of  beneficiaries  to  partici- 
pating hospitals  or  ECF's.  Such  approvals  are  granted  only  where  there 
are  no  deficiencies  of  such  character  and  seriousness  as  to  place  health 
and  safety  of  individuals  in  jeopardy.  Such  an  institution  must  furnish 
information  showing  the  extent  to  which  it  is  making  the  best  use  of  its 
resources  to  improve  its  quality  of  care. 
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